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Message Text 

UNCLASSIFIED 

PAGE 01 WELLIN 00880 1I0040Z 
ACTION EUR- 1 2 

INFO OCT-OI EA-09 ISO-00 FEA-OI ACDA-IO CEQ-01 CIAE-00 
DOTE-00 EPA-04 HEW-06 HUD-02 INR-07 INT-05 L-03 
NSAE-00 NSC-05 NSF-02 OIC-02 PA-02 PM-04 PRS-OI 
OES-06 SP-02 SS-15 TRSE-00 USIA-I5 /II5W 

1I0628Z 115762 /I I 

R 10060IZMAR 77 
FM AMEMBASSY WELLINGTON 
TO NATIONAL BUREAU OE STANDARDS WASHDC 
INFO SECSTATE WASHDC 2828 

UNCLAS WELLINGTON 0880 

FOR C.W. PHILLIPS, PROJECT CHAIRMAN 

E.O. 11652: N/A 
TAGS: CCMS, ENRG 

SUBJECT: CCMS: MODULAR INTEGRATED UTILITY SYSTEMS 
REE: PHILLIPS/HOLMES LETTER FEBRUARY 7, 1977 

NEW ZEALAND MEA AND OTHER INTERESTED GNZ AGENCIES HAVE REVIEWED 
CCMS-MIUS PROJECT AND HAVE DECIDED NOT RPT NOT TO PARTICIPATE 
IN PROJECT. MEA ADVISES THAT MIUS IS OF "LIMITED RELEVANCE 
TO NZ AT PRESENT TIME" ALTHOUGH COULD WELL BE IN FUTURE. NO 
MIUS TYPE PROJECTS UNDERWAY IN NZ AT PRESENT AND NONE PROPOSED. 

IN VIEW OF CURRENT ECONOMIC CONSTRAINTS, GNZ CONCLUDES IT CANNOT 
BE FULL PARTICIPANT. HOWEVER, GNZ WOULD LIKE TO CONTINUE TO 
RECEIVE PROJECT MATERIALS. MATTER OF WHETHER OR NOT GNZ 
EMBASSY PERSONNEL WILL ATTEND TURIN MEETING HAS NOT YET BERN 
DECIDED. 

SELDEN 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 10-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977WELLIN00880 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770083-1229 

Format: TEL 
From: WELLINGTON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770371/aaaackid.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: bbe33dba-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 15-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3144285 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: MODULAR INTEGRATED UTILITY SYSTEMS 

TAGS: ENRG, NZ, CCMS 

To: NATIONAL BUREAU OF STANDARDS 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/bbe33dba-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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